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9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034,  "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl,

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

.

posted as hi-hi radiation area & individual counseled re performance expectations.
BOUCHEY.G.D. Washington Public Power Supply System. 91/06/12. Document Con-
trol Branch (Document Control Desk). 4pp. 58185:300-58185:303.

9106190300 Provides info re missed VT-1 insp of jet pump hold down beams at facility
during     sixth     refueling     outage,caused     by     oversight     by     individuals     who
prepared, reviewed & approved exam plan for inservice visual exams.
SORENSEN.G.C. Washington Public  Power Supply System.  91/06/12.  Document
Control Branch (Document Control Desk). 2pp. 58193:312-58193:313.

R. Periodic operating reports & related correspondence

9106050251 "Operational Ecological Monitoring Program for Nuclear Plant 2 - 1990
Annual Rept." W/910531 Itr.

BELL.J.C. Washington Public Power Supply System. 90/12/31. ZELLER.J.J. Washing-
ton, State of. 150pp. 58000:127-58000:328.

9106180429 Monthly operating rept for May 1991 for WNP-2.W/910610 Itr.
HUTCHISON, L.B., BAKER.J.W. Washington Public Power Supply System. 91/05/31.
4pp. 58171:239-58171:242.

S. Reportable occurrences, LERs & related correspondence

9106070134 LER 91-01 1-00:on 910429, ESF actuation occurred as wire in control room
panel inadvertently cut.Caused by equipment/ design deficiency.Operators replaced
blown fuse & reset isolation logic signal.W/910529 Itr.

SORENSEN.G.C., BAKER.J.W. Washington Public Power Supply System. 91/05/29.
5pp. 58146:173-58146:177.

9106120078 LER 91-012-00:on 910506,manual initiation of reactor protection sys oc-
curred due to low scram air header pressure.Caused by hose failure. Hose
replaced.W/910604 Itr.

SWANK.DA, BAKER.J.W. Washington Public Power Supply System. 91/06/04. 6pp.
58146:250-58146:255.

9106120176 LER 9l-013-00:on 910507,nonconforming conditions identified in surveil-
lance procedure verification program.Caused by less than adequate controls &
barriers. Corrective actions not identified to date.W/910606 Itr.

FILES.C.L, BAKER.J.W. Washington Public Power Supply System. 91/06/06. 18pp.
58150:091-58150:109.

9106180024 Interim Deviation/Noncompliance Rept 067 re dry-type insulator cracking in
transformer supplied by Westinghouse. Initially reported on 910513.Util notified vendor
on 910430 that problem affects Class 1E transformer.

SORENSEN.G.C. Washington Public Power Supply System.  91/06/10. Document
Control Branch (Document Control Desk). 7pp. 58176:036-58176:042.

9106180294 LER 91-014-00:on 910510.RHR shutdown cooling isolation occurred due to
less than adequate design drawing info. Affected drawings revised & tagging sys to
indicate sys interrelationship updated.W/910610 Itr.

LATORRE.R., BAKER.J.W. Washington Public Power Supply System. 91/06/10. 5pp.
58178:093-58178:097.
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F.  Security, medical, emergency & fire protection plans

9106110037 Forwards insp rept 50-400/91-09 on 910420-0517 & notice of violation.
VERRELLI.D.M. Region 2 (Post 820201). 91/05/24. EURY.LW. Carolina Power &
Light Co. 3pp. 57996:210-57996:231.

--9106110044 Insp rept 50-400/91-09 on 910420-0517.Violations noted. Major areas
inspected:plant                        operations.radiological                        controls,security.fire

protection,surveillance,rnaint.design changes & mods.safety sys.LERs & safety evalua-
tions.

TEDROW.J.,  SHANNON,M., CHRISTENSEN.H. Region 2 (Post 820201)   91/05/24.
17pp. 57996:215-57996:231.

9106110173 Forwards Insp Rept 50-400/91-11 on 910506-10.No violations or devi-
ations noted.Details withheld (ref 10CFR73.21).

CLINE.W.E. Region 2 (Post 820201). 91/06/05. EURY.L.W. Carolina Power & Light
Co. 2pp. 58095:307-58095:309.

-9106110176 Partially withheld Insp Rept 50-400/91-11 on 910506-10 (ref
10CFR73.21).No violations or deviations noted Major areas inspected:rngt
support.testing & maint.protection area barriers.assessment aids & access control -
vehicle.

THOMPSON,D.. MCGU1RE.D.R. Region 2 (Post 820201). 91/06/05. 1p. 58095:309-
58095:309.

9106180293 Rev 3 to EPIP PEP-104, "Protective Action Recommendations." W/910610
Itr.
RICHEY.R.B. Carolina Power & Light Co. 91/06/10. 14pp. 58171:048-58171:062.

9106270289 Informs that emergency preparedness exercise for facility scheduled for
910910.Encl provides objectives to be fulfilled.

FLOYD.S.D. Carolina Power & Light Co. 91/06/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 58254:347-58254:349.

G.  Adjudicatory correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission.W/Certificate of Svc.Served on 910617.
TOMPKINS.B.A, Atomic Safety and Licensing Appeal Panel. #291 11845. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

P. Operating license stage documents & correspondence

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor-
operated valve programmer NRC Bulletin 85-003.Util participating in EPRI motor-oper-
ated valve performance program & will monitor results.

VAUGHN.G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc-
ument Control Desk). 7pp. 58095:243-58095:249.

9106190007 Forwards 910513 application for amend to NPDES Permit
NC0039586,reflecting addl source of hydrazine discharge.

FLOYD.S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu-
ment Control Desk). 4pp. 58187:338-58187:341.

9106260060 Submits supplemental response to Generic Ltr 89-13, "Svc Water Sys
Problems Affecting Safety-Related Equipment." Initial activities.testing & establish-
ment of continuing program completed.

VAUGHN.G.E. Carolina Power & Light Co. 91/06/17. Document Control Branch (Doc-
ument Control Desk). 1p. 58226:269-58226:269.

9106270274 Forwards fitness for duty rept on chemical testing lab performance
testing,per 10CFR26,App A.

FLOYD.S.D. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu-
ment Control Desk). 17pp. 58245:313-58245:329.

V. Operator Examinations

9106040325 Forwards Requalification Exam Rept 50-397/OL-91-01 administered during
wks of 910225 through 910308. Insufficient training provided to operators in use of
EOPs.

MARTIN.J.B. Region 5 (Post 820201). 91/05/14. MAZUR.D.W. Washington Public
Power Supply System. 5pp. 57999:173-57999:210.

-9106040326 Requalification Exam Rept 50-397/OL-91-01 administered during wks of
910225 through 910308,Exam results:three of four crews failed dynamic simulator por-
tion of exam.Five of 17 operators failed individually.

SUNDSMO.T.B., MILLER.LF. Region 5 (Post 820201). 91/05/13. 39pp. 57999:178-
57999:210.

9106110205 Forwards Exam Rept 50-397/OL-91-02 administered on 910402- 05.
ZIMMERMAN.R.P. Region 5 (Post 820201). 91/05/16. OXSEN.A.L Washington Public
Power Supply System. 4pp. 58124:001-58124:096.

-9106110211 Exam rept 50-397/OL-91-02 on 910402-05.Exam results:all eight candi-
dates passed.

MEADOWS.T.R., MILLER.LF. Region 5 (Post 820201). 91/05/16. 190pp. 58124:004-
58124:096.

9106190394 Provides response to exam rept concerns re three deficiencies of NRC ad-
ministered initial licensing exams to eight reactor operators.

SORENSEN.G.C. Washington Public Power Supply System.  91/06/12. Document
Control Branch (Document Control Desk). 5pp. 58193:264-58193:268.

9106240035 Rev 3 to confirmatory action Itr CAL-91-01 re understanding of actions
taken or to be taken to ensure that deficiencies in licensed operator requalification
program promptly corrected.

MARTIN.J.B. Region 5 (Post 820201). 91/06/14. OXSEN.A.L Washington Public
Power Supply System. 5pp. 58185:156-58185:160.

Q. Inspection reports, IE Bulletins & correspondence

9106110147 Notifies of NRC reversed position re providing written ack of receipt/review
of responses to notice of violations.

EBNETER,S.D. Region 2 (Post 820201). 91/03/19. EURY.L.W. Carolina Power &
Light Co. 4pp. 57998:162-57998:165.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106110037 Forwards insp rept 50-400/91-09 on 910420-0517 & notice of violation.
VERRELLI.D.M. Region 2 (Post 820201). 91/05/24. EURY.L.W. Carolina Power &
Light Co. 3pp. 57996:210-57996:231.

-9106110040 Notice of violation from insp on 910420-0517.Violation noted:procedure
MST-l-0494 not properly implemented & procedure CM-E0014 not adequate to estab-
lish correct direction for motor rotation.
VERRELLI.D.M. Region 2 (Post 820201). 91/05/24. 2pp. 57996:213-57996:214.

-9106110044 Insp rept 50-400/91-09 on 910420-0517.Violations noted. Major areas
inspected:plant                        operations.radiological                        controls.security.fire

protection.surveillance.maint.design changes & mods.safety sys.LERs & safety evalua-
tions.

TEDROW.J., SHANNON.M., CHRISTENSEN.H. Region 2 (Post 820201). 91/05/24.
17pp. 57996:215-57996:231.

9106060139 Ack receipt of 910426 response to violations & deviations noted in Insp
Rept 50-400/91-03.Violation re removal of sample from pig valid.Corrective actions for
violations & deviations adequate.

STOHR.J.P. Region 2 (Post 820201). 91/05/28. EURY.L.W. Carolina Power & Light
Co. 3pp. 58002:357-58002:359.m results:all eight candi-
